To:  Gomez,  Kendra[Gomez. Kendra@epa.gov] 

Cc:  Torres,  Michael[torres. michael@epa.gov];  Adams,  Mikeal[adams. mikeai@epa.gov]; 

McFarland,  Verne[McFarland. Verne@epa.gov];  Hill,  Troy[Hill. Troy@epa.gov] 

From:  Webster,  Susan 

Sent:  Tue  8/1 1/201 5 4:35:29  AM 

Subject:  Re:  Initial  list  of  people  for  Water  Unit 

Thank  you  for  the  followup  tonight!  Susan 
Sent  from  my  iPhone 

On  Aug  10,  2015,  at  9:36  PM,  Gomez,  Kendra  <Gomez.Kendra@epa.gov>  wrote: 


Juan  Ibarra  and  Damon  McElroy  are  both  cleared  to  deploy  in  response  to  the  Gold  King 
Mine  Spill,  as  they  meet  all  of  their  H&S  requirements  at  this  time. 

Tonia  Biggs  and  Miguel  Moreno  have  both  completed  the  required  training,  but  must  visit 
the  FOH  Clinic  as  soon  as  possible  to  accomplish  a pre-screening  examination.  I sent  the 
required  screening  form  in  a previous  email.  Please  have  them  complete  the  form  and  bring 
it  to  Nurse  Mike  tomorrow.  Once  they  have  completed  their  pre-screening  exam,  Tonia  and 
Miguel  will  be  cleared  to  deploy. 

Please  let  me  know  if  you  have  any  questions  or  concerns. 

Kendra  C.  Gomez 
R6  EPA  SHEMP  Manager 


On  Aug  10,  2015,  at  6:39  PM,  Webster,  Susan  <wcbster.susan@epa.gov>  wrote: 


Water  List  for  Potential  Deployment.  Training  per  Water  Division’s  understanding,  tx 


Susan  Webster,  Chief 
Removal  Section 
Superfund  Division 
US  EPA  Region  6 
214.789.2667  (c) 
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From:  Restivo,  Angela 

Sent:  Monday,  August  10,  2015  6:37  PM 

To:  Webster,  Susan 

Cc:  Foster,  Althea;  Crossland,  Ronnie;  McCoy,  Melinda;  Ngo,  Kim;  Loesel,  Matthew; 
Petersen,  Chris 

Subject:  Initial  list  of  people  for  Water  Unit 


Hazwoper  but  no  Medical  monitoring 
Tonia  Biggs  (EN) 

Miguel  Moreno  (WQ) 


Hazwoper  and  Medical  Monitoring 
Juan  Ibarra  (EN) 

Damon  McElroy  (EN) 


Angela  Restivo 
Compliance  Officer 
Drinking  Water  Section 
U.S.  EPA  Region  6 
1445  Ross  Ave  (6WQ-SD) 
Dallas, Texas  75202-2733 
phone:  214-665-7123 
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